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D4646-1 PLENUM CAP ASSEMBLY 


s 


4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 
7) WEIGHT: 


SPECIFICATION CONTROL DRAWING 


B2-1 


B5-1 


0.034 lb 


3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 


NOTES: 


1) POSSIBLE SUPPLY: BIRK AEROSYSTEM CORPORATION 
P/N PC7041-1 PLENUM CAP WT GEAR CLAMP 
2) FINISH: N/A 
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